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® ie CLASSI AEATON oo ; DISPATCH SYMBOL AND NO. 


| DISPATCH ie SECK ape 


HEADQUARTERS FILE NO. 


| 25X11 


RE: "43-3" — (CHECK “x” ONE) 
Pypansnittal of ELINE Meterial - CHURCH DOOR MARKED FOR INDEXING 
NO INDEXING REQUIRED 


INDEXING CAN BE JUDGED 
BY QUALIFIED HQ. DESK ONLY 


ACTION REQUIRED 


REFERENCE(S) 


1, Abtaobed are the original tapes ani rting date, 
awi copies ef the taper with VRO, foe aiaatenl' 106. 


2. Welle sapetan speed eomtrel was used during the duping 
progess, wo hove noted that the calibration tone en the dupos is 
wet oprrest. Speed variations are believed to be caused by tape 
tension changes. A complete investigtion ef this problen is in 
prearess. 4 veport will be issued when the investi motion is 
oompiete?. I, tha soamtime, it ie requested that Headguarters 
St ee reel of 1 mil, tousilized, mylar mgnctic 

Pate tape is wt avollable in thie aren. We wish to use 
tiis tape to cbeck the offects of tape stretch when normal aylar 
tape ie aaployed versus the effect when employing the pre-stretched 
type. 


icone alggl 
= ory 4 4 of 5 erate th Oyor sale Ss 155620/1 


Bietridutions 

2.081 w/atts 1-5 

win DPD W/o att 
{-Chief, FE w/o att | 


copy.” of 6. 0 


USE PREVIOUS EDITION. Pe, /4 ChpeSTGATION a PAGE NO 
l REPLACES FORMS ; ‘pete ae 

x : 51-28, 51-28A AND 51-29 f it 4 i CONTINUED 

: WHICH ARE OBSOLETE. en 
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